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The tank effluent will be distributed over each filter by lines of terra
cotta pipes of suitable size with open joints, and will bo collected by
agricultural drain tile laid on filter floor discharging into a six-inrh collect-
ing main, and connected with the controlling device. The outlet from
there will be 10-inch terra cotta pipe leading into the nearest manhole in
present sewer, as directed by the officer in charge.
No plans were furnished by the Government, and the above
description is evidently a partial description of a " Cameron"
system, modified in the clause headed Filters, so as to allow
"Adams" and "Miller" siphons. These clauses were of sugges-
tive value only, as no person but a specialist would be qualified
to bid on this work and to guarantee its efficiency, and no such
person would be guided in his design by such suggestions.
The contractor's specifications and plans called for a grit
chamber, a compound septic tank, upward anaerobic fillet* beds,
a dosing tank, three primary contact beds and three* secondary
contact beds of peculiar construction, and a sand filter. The
capacities of the anaerobic structures were as follows:
Sediment chamber: 7 feet wide, 12 feet long, and 10 feet deep;
5000 gallons capacity.
Septic tanks: two tanks, each sulxllvlded into two compart-
ments. First tank, 8 feet wide, 52 foot long, and 11 feet deep;
34,000 gallons capacity. Second tank, 8 feet wide, 38 feet long
and 11 feet deep; 25,000 gallons capacity,
Anaerobic filters: estimated capacity of the two filters com-
bined, 7500 gallons.
The general arrangement of thews structures is shown in plan in
Fig. 37, in which E and 0 show the first compartments of the
septic tanks, F and H the B-econd compartments, A and / the
anaerobic filters, and J the sediment tank. The two halven of
the system were connected in multiple, and the arrangement
of pipes for another connection, shown on the figure,          a
later improvement.
The dosing tank was located near the filter           at
distance from the septic tank.   It had a capacity of 10,000